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ABSTRACT 

The external need of every person in this world is oxygen. Plants play a vital role in maintaining 
the carbon dioxide and oxygen content of the air. A lot of plants are destroyed every day due to 
the urbanization process. The number of plantings made will also decrease. In addition to these 
things, more plants die due to a lack of maintenance. Smart gardening represents the application 
of modern information and communication technologies to planting. It automatically checks the 
soil moisture under the tree and plants in the garden and if the moisture is low, it displays a message 
and automatically pours water to the plants from the water tank to which it is connected. Precise 
application of the irrigation method is required as there may be a lack of rainfall or there may be 
dry areas. For this reason, an automated irrigation system is used, which it is suitable for all 
climatic conditions. The soil moisture sensor will sense the water content and indicate whether to 
pump water or not. This will help reduce water wastage and also help plant growth even when one 
is not physically present. Internet of Things (IoT) enables various plant monitoring and selection 
applications, automatic irrigation decision support, etc. sensor data related to soil moisture and 
temperature captured and accordingly KNN (K-Nearest Neighbor) classification machine learning 
algorithm deployed to analyze sensor data for prediction to irrigate the soil with water. It is a fully 
automated system where devices communicate with each other and use intelligence during 
irrigation. The main goal of this project is to preserve the nature of plants by constantly monitoring 
the parameters leading to an increase in the life of plants and humans. 
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1.Introduction 

Automation rules today's world. It is a technique of using computers or mobile phones in 
monitoring and control simple parameters of everyday life. The standard of our life will be 
nourished by the practice of using automation for simple things. Using the IoT concept, we produce 
sensors for mutual communication that are powerful in automation. An important aspect of this 
prototype is to save costs and ensure safety. When people try when plant and establish their garden, 
they were careful with maintenance only in the initial stages. As days continue due to lack of 
maintenance, the plants will be destroyed. The Internet of Things can offer a feasible solution to 
this. The garden can be modernized with electronic technology that continuously monitors the 
condition of the plants and soil to provide watering and shade to the plants as needed. All of this 
can be controlled and monitored online with an IoT application. 

In this project, sensors measure soil moisture and temperature and automatically control water 
flow into the garden. People often grow unsuitable plants in their gardens, so they usually die from 
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lack of water or even too much sunlight. In this project, we are using sensors to get parameter and 
process values he uses a microcontroller to control the survival of plants in the garden. Based on 
soil type and plant type the water requirement for the plant is defined. The user is also regularly 
informed about the condition of the plants. 


1.1 INTERNET OF THINGS (IoT) 

The Internet of Things (IoT) is an ecosystem of connected physical objects that are accessible via 
the Internet. It is a system of interrelated computing devices, mechanical and digital machines, 
objects, or people that are provided unique identifiers and the ability to transfer data over a network 
without the need for human-to-human or human-to-computer connections interaction. It includes 
traditional computing devices such as laptops, tablets, and smartphones, but also it includes a 
growing list of other devices that have recently made the Internet possible. This includes, for 
example, household appliances, automobiles, wearable electronics, security cameras, and many 
other things. For the device to be part of The Internet of Things must be able to communicate with 
other devices. Therefore, it requires some type of built-in cable connection or wireless 
communication. Most IoT devices support Wi-Fi, but Bluetooth can also be used to transfer data 
facilities in the vicinity. IoT devices are commonly called "smart devices" because they can 
communicate with others things. In addition to being able to communicate, many IoT devices also 
contain a variety of useful sensor information. Although the Internet of Things is still in its infancy, 
it provides promising opportunities for the future. in Over time, the Internet of Things will become 
less of an abstract idea and more of a way of life. 


1.2 Smart Home: 

Smart Home has become a revolutionary ladder of success in living spaces and is predicted as 
Smart homes will be as common as smartphones. With IoT, we could turn on the air conditioner 
before coming home or switch turn off the lights even after you leave home, or you can unlock the 
door for friends for temporary access even when you're not home. Smart Home products promise 
to save time, energy, and money. 


2.KNN Algorithm: 

The k-Nearest Neighbor algorithm is one of the simplest machine learning algorithms based on 
the supervised learning technique. 

The K-NN algorithm assumes similarity between the new case/data and the available cases and 
assigns the new case to the category most similar to the available categories. 


Input Data KNN Classifier Expected 
Output 


Fig:1: Flow of KNN algorithm 


The KNN algorithm works: 

Select the number of K neighbors 

e Calculate the Euclidean distance to the number of neighbors 

e Take the K nearest neighbors according to the calculated Euclidean distance. 
e Between these k neighbors, count the number of data points in each category. 
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e Assign new data points to the category for which the number of neighbors is maximum. 
e Our model is ready. 


Power Supply 


Node Micro 


Controller 
Humidity Sensor KNN Unit Solenoid 
Classifier 


Temperature 
Sensor 


3.Automated Irrigation Process : 

The irrigation process provides irrigation water at the highest possible rate by using artificial 
intelligence to design a smart irrigation system that controls the irrigation mechanism with the 
necessary tools for sensing soil moisture and temperature, providing alerts for any change in 
parameters entered as baseline values for comparison and installation of system sensors using the 
KNN algorithm. 

Our method constructs a KNN model for the data, which replaces the data and serves as the basis 
of classification. The value of k is determined automatically, changes for different data, and is 
optimal in terms of classification accuracy. 

The sensors work to measure the humidity and temperature in the soil every day it prevents the 
automatic watering process at high humidity and is enabled when the humidity is low. The model 
of the intelligent automatic irrigation system was created using the K-nearest algorithm, which is 
one of the machine learning algorithms. It is used to investigate and predict irrigation. 


4.SENSORS 

We live in a world of sensors. In our homes, offices, cars, etc., you can find different types of 
sensors that make our lives easier by turning on the lights by detecting our presence, adjusting the 
room temperature, detecting smoke or fire, making us delicious coffee, opening the garage door 
once our car is at the door and many other tasks. 


All these and many other automation tasks are possible thanks to sensors. Before we get into the 
details of what a sensor is, what the different types of sensors are, and the applications of these 
different types of sensors, let's first look at a simple example of an automated system made possible 
by sensors (and many other components). 

4.1 Soil moisture sensor 

A soil moisture sensor is one type of sensor used to measure the volumetric water content of the 
soil. Since direct gravimetric measurement of soil moisture requires elimination, drying, and also 
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weighing of the sample. Soil moisture sensor measures the volumetric water content without 
directly applying some other soil rules such as dielectric constant, electrical resistivity, otherwise 
interaction with neutrons, and replacement of moisture content. 

The relationship between calculated properties and soil moisture should be adjusted and may vary 
based on environmental factors such as temperature, soil type, or electrical conductivity. Reflected 
microwave emission can be affected by soil moisture and is mainly used in agriculture and remote 
sensing in hydrology. 

4.2 Humidity Sensor 

Humidity is the presence of water in the air. The amount of water vapor in the air can affect human 
comfort as well as many production processes in industries. The presence of water vapor also 
affects various physical, chemical, and biological processes. 

Humidity sensors work by detecting changes that alter electrical currents or temperature in the air. 
There are three basic types of humidity sensors: capacitive, resistive, and thermal. All three types 
will monitor minute changes in the atmosphere to calculate air humidity. 

A capacitive humidity sensor measures relative humidity by placing a thin strip of metal oxide 
between two electrodes. The electrical capacity of the metal oxide varies with the relative humidity 
of the atmosphere. The main areas of use are weather, business, and industry. Resistive humidity 
sensors use ions in salts to measure the electrical impedance of atoms. 

4.3 Temperature sensor 

A temperature sensor is a device, typically a thermocouple or resistance temperature detector, that 
provides temperature measurement in the readable form via an electrical signal.A thermometer is 
the most basic form of temperature meter used to measure the degree of heat and cold. 
Thermometers are used in the geotechnical field to monitor concrete, structures, soil, water, 
bridges, etc. for structural changes in them due to seasonal fluctuations.The basic principle of 
operation of temperature sensors is the voltage on the diode terminals. As the voltage increases, 
so does the temperature and the voltage between the base and emitter transistor terminals in the 
diode drops. 

4.4. Node Microcontroller Unit 

A microcontroller is a device used in place of processors where the requirement is limited and the 
required data rate is not a big problem. 8051 microcontroller was used because it is low cost, low 
performance, and high performance of the unit. Enables the function of on-chip programmable 
flash memory, which makes it easy to reprogram in the system. It also makes it easier to interface 
different sensors and input-output devices with 8051. 

4.5. A to D Converter 

An analog-to-digital converter is a device that is used to convert the sensor output which is analog 
as the microcontroller understands digital data. ADC0804 is a converter that converts a single 
analog signal to an 8-bit digital signal the output that is sent to the 8-bit microcontroller. This is a 
clock-controlled chip that decides the time required for the conversion of analog value to the digital 
value. 


5.THE PROPOSED SYSTEM REQUIREMENTS 

This project was implemented with the motive of preserving the nature of plants through constant 
monitoring parameters leading to an increase in the lifespan of plants. The project deals with 
automated temperature and humidity controls and all sensors used are commercially available. 
Various sensors are used to maintain nature plants. 
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6. CONCLUSION 

It has been verified that an IoT-based smart garden implementation works satisfactorily by 
connecting various soil parameters to the cloud and was successfully controlled remotely via 
mobile app and web page. The proposed system not only monitors sensor data such as humidity, 
humidity, temperature, and ultrasound but also controls other parameters as required. The initial 
cost and installation of this system are cheap, so it can be implemented anywhere. With the 
development of sensor technology, the system can be upgraded to the next level, which helps users 
to use their investment in an economical way. If soil nutrient sensors can be installed, then the 
system can be adjusted to deliver fertilizer precisely to the garden. This system saves manpower 
and makes efficient use of available water resources, ultimately resulting in higher profits. 
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